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Message Text 


TAGS: OTRA, OCON, TBIO, GW 

SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL CONGRESS 


1 . FDA ADVISES THAT CARL W. BRUCH, PH.D., ACTING ASSOCIATE 
DIRECTOR FOR DEVICE EVALUATION, BUREAU OF MEDICAL DEVICES, 
WILL BE IN THE FEDERAL REPUBLIC OF GERMANY AUGUST 26- 
SEPTEMBER 10, 1978. 

2. DR. BRUCH WILL ATTEND THE XII ETERNATIONAL CONGRESS 
OF MICROBIOLOGY IN MUNICH SEPTEMBER 3-8 AT WHICH HE WILL 
PRESENT A LECTURE ON CURRENT STATUS OF STERILIZER AND 
STERILITY ASSURANCE STANDARDS. 


3. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. CHRISTOPHER 
UNCLASSIFIED 


NNN 
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